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Stores Purchase 


Medical Education Department 

TENDER NOTICES 

( 1 ) 

No. C3-17543(2)/2013/MCT. 9th September 2013. 

Sealed competitive tenders are invited for the supply 
of the following items required for the Cardio Vascular 
and Thoracic Surgery Department of Medical College, 
Thiruvananthapuram. 

Tenders should be superscribed tender numbers and 
addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No.—179/2013. 

Name of Equipments—Pacemaker (Temporary)—Dual 
Chamber—1 No. 

Cost of tender form (Inclusive Sales Tax): 

Original—? 420. 

Duplicate—? 210. 


Last date and time for sale of tender form— 

26- 10-2013, 3 p. m. 

Last date and time of receipt of tender form— 

27- 10-2013, 2.30 p. m. 

Opening date and time of tender—27-10-2013, 
3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficient postage charge 
(? 50) is sent by way of Money Order in favour of the 
Principal, Medical College, Thiruvananthapuram, Kerala 
State, Pin-695 Oil. Money Order should reach this office 
on or before 10-10-2013. No other forms of remittance will 
be accepted. 











(OTiffljajcnaOTojjfflo 6)i2cuj1c9SKn3 Gd^oegestoei < ft,o(3cu)1cBc’c»o 
<uocnjca>jejc3 mfyajf OKnooocrulcSffl crudissol <3Dl^0(8§6)fflai)1(sej<flS) 
rarajoj as^ ffloas cru o a) oo 63i3 «3 C3lffr> (86rno 6 >uj<sjoci3 

(WORsSnjra^ajggcuffllraS cnlcmjo fflraruracruigoaiajgg 3^>^ejO(n)jca>c^ 
c9i3d6TT)1ii-|)aift>033iCmi. 

H(3(iejoanj cnom(3— 179 / 2013 . 

(TU0UXn63I3gJ6)S (SnJffl-GnJ(TOC5fflc0ffl(3 (fflSaUOOl)-(30^(3(08 

(SnjaWBi- 1 n£)6rDo. 

3(3^ejocru eaDoorarrolaag ailei ((nlce^raitoscesio): 
carecruraS—? 420 . 

cru 

C/8(8lnJcft>(3<Tj-? 210. 

radS^eiocro (SaODOo ai1«s3<ss)jfm raraajcruocn rail®)rail coi^o 
croiaaaaijo— 26 - 10 - 2013 , 3 manl. 

3(3^eioom csacoco cru/lcejdlcssijcrn csraojoruom tmlooxatojo 

CruffldDOIJo-27-10-2013, 2.30 2161®! 

B(3d£jocro csaDooo anjOcsajaiD OTfloffltroloffljo crufflooxnjo— 

27-10-2013, 3 126ml. 

3dSri£iocnj (SaDooo raflffljciicncrainjjfflo aacuilcosxos eiftoegs! 
(.nilaacniliTjoglan^ aoaolcrulraS crilcmjo (p-in^csrail 3l(3cru63Bg1(aiS 
06)<u<ft,2CBomao 3.30 i26tt>1c 36K8 £ie^ao6if>. rainJOcnS aodiaio 

3^<^ejocm (Snnooo cmajfuaa^ajggcij^ eoDOOBSirolfflal nilejcscao 

asorijo ? 50 C3T8CJDl<ft>o GnJ(3(3K» (ffllnJOBjS £lJ 0(38S) 126ml 
<jcq)0(3cujooq[»I tp_fla3<Tul<jj3c/3, aacuilcOSKoS Goa,oeg83, railojcnaxim 

njjfflo-11 ng)cm aileioiTOBSTrolraS (maerUcoadlcstSOsneaDosm. a6m1cs(n)oc3 

cu)oj<ft>c/3 10 - 10 - 2013 , 3 ffl6m1c0S)jaj(nio®)l gra 630 o£i1(tu1gj 3 eiel 
^pffll<ss)6mo. (TOnJoeilraS rarajaiao^OnjsjarxiKa asmlcscnioiBajoojcftiC/S 
fflJ6110artrilfflo 2)0(85X812 oJ6IT)o (3T8<S2X!ffi(06)2(3Oa3 nJOSJggJ. (8a£)0O 
eotrooasoajo 2)3i3nJ(8556SBCBgo acoacmaleijo ecuDOcai^affla^j<fl3ego 
c3ra®xi»c06)j(iion3 (graidjua >,aiTjSiaca)06ngi33gwo eaaSailejocmmjo 
3(3<^eiocro mcniffljo ai^cooi aoccsl cb(86uO ajsjaroioaroHmjo 
(moacnil^j ejelcoajamanjffloc® 2)6rrfl(8cffi0(3cujO2ca>c/3 (rilocrulcsajaT) 
851J2106TT). <ft,JSJ(5)K53 C3l (3 (8 6313 00 gD® (318)nnl (Tul(!53(nlaT)Jo 
LfLiaj^rar®! 3l(3cru63Bgl®S ei@^2)06nr>. 

Technical Specifications 

II. Pacemaker (Temporary)—Dual Chamber 

1. Should be a Dual Chamber Pacemaker (Temporary) 
for bradycardia treatment before, during or after a 
surgery. 

2. Stimulation burst and permanent stimulation should 
be available for high frequency stimulation. 

3. Should be compact and easy-to-operate device, 
particularly suitable for emergency treatments. 

4. Safety features, including automatic lead and 
battery check. 

5. Should have continuous monitoring of the battery 
voltage. 

6. Should give an acoustic signal in the event of lead 
malfunction. 

7. Should have transparent cover for parameter 
protection. 

8. Should have shock and water-resistant housing. 

9. Should have back up pacing during battery change. 


10. Should have Modes AOO, AAI, VOO, VII, DDD, 
DDI, DVI. 

11. Should have pacing rate 30-200 ppm. 

12. Should have fast pacing (burst rate) 80-800 ppm. 

13. Should have AV Delay 20-300 ms. 

14. Should have Pulse Amplitude (A/V)-0.1-17.0 

15. Should have Sensitivity (A/V)0.4-10.0mV (A) and 
1.0-20.0mV (V). 

16. Should have minimum battery backup>150 hours. 

17. Should have safety certificate from a competent 
authority CE/FDA (US)/STQC/CB certificate/STQCS 
certificate or valid detailed electrical and functional 
safety test report from ERTL. Copy of the 
certificate/test report shall be produced along with 
the technical bid. 

Tender Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and for free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (whereever necessary) neatly typed. 
Manuscripts should be avoided as far as 
possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala non judicial- 
stamp paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (one Percentage) of the 
total cost of the articles quoted for, can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders Unsealed, Unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 


12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered 
for selection. 

13. Tenders should bear the signature and full Postal 
address of the tenderers whereever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of each of 
the tenderers or his authorized representative who 
may present at that time. 

18. More details can be had from this office on 
working hours. 

( 2 ) 

No. C1-17667/2013/MCT. 1 Oth September 2013. 

Sealed competitive tenders in the form prescribed 
are invited for the supply of the following items 
for Pathology Department, Medical College, 
Thiruvananthapuram. Tenders should be superscribed 
with tender numbers and addressed to the Principal, 
Medical College, Thiruvananthapuram, Pin-695 Oil. Details 
can be had from this office on working hours till 3.30 p.m. 

Tender No.—176/2013. 

Details of items—Multi Pleaded Microscope—1 No. 

Cost of tender form (VAT Inclusive) : 

Original—? 420. 

Duplicate— ? 210. 

Last date and time for sale of tender form—21-10-2013, 
2.30 p. m. 

Last date and time of receipt of tender form— 
22-10-2013, 2.30 p. m. 

Date and time for opening of tender— 
22-10-2013, 3 p. m. 

Tender forms can be had from the Office of the 
Principal, Medical College, Thiruvananthapuram-11 up to 
3 p. m. on working days. Tender form will be sent through 
post if required provided due amount with sufficient 
postage charge (? 50) is sent by way of Money Order 
in favour of the Principal, Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 OIL Money 
Order should reach this office on or before 30-9-2013. 
No other forms of remittance will be accepted. 


ra/lrajcucncimnjjoo 6 > a cud <ss) ®8 G<a>oeg sslaej 

n_KB«5T5)0 gSjl CUc&q n_p G QJ &S> 0 OJ 08^ 120 CO) «S)06)S> oJO dSJOD 
(Tuocucr>63T3c/3 ofltmosmo o^jc^jcmraflcn 3(8>^eiO(Tujc9>c(3 

cMdsmlijjfflcftoggjamj. 3(3<^ejocruj<ft,a3 3(3<^ejocru cnaucsaosjc&^sl 
mlc/sulcm «n1cD)(m1c9S)jfflja3cJ LnJln3om'l<jjau3, 6)acu/1 <m ra3 

(BcfcOCSgeS, 85)1(aj(U(n(TO)nJJfflo-695 Oil n£)CTT) Oil EJ 0 CD) 8510)1 ( 6 & 
r4)«5tro1ajl(al(Sc96)6rBcmo6rn. 

odS^eiocru cnomc 3 —176/2013. 

cruoajcn63Bgj6)s tsnjffl—aa3§l ffldrxuxu) 6)6)2xs[caioan)CBoa>c)oj 
GciD0(3 cmj.sl. t^3'&>s1c96)Ry3cn )—1 n£)6rno. 

3c3<^eiooru ea£ioorait5)l6)onj culm : 

rarecruro3—? 630. 

cru 

(/D(OlrUc03(3fy-^ 315. 

3(3<^eio(Tu QaDooo QjloScOffljanD rarecucruocn railcoxmlcmjo 
crumQfficnjo— 21 - 10 - 2013 , 2.30 axsml. 

GcBaeiocru CdDooo <Tuj“l<ft,ffl1c0S)jcm raracncmocn ra/toraflcmjo 
cruacraajjo— 22 - 10 - 2013 , 2.30 2 i 6 nol. 

Gc3<^ejocru eacooo (tDjOcOffljcm cm'torailcsrjo cruaicnxujo— 

22-10-2013, 3 2161101. 

Qci£ioo63Ba3 rainJoeilracS gcu6ttbcuc 3 c3Td<i»cs3)cS6)jaT)ci5)lcnj(scu6ne 
caijcfc (? 50 ) (3iracu1(ft>ffloc!c»1 c3iracQKS»(Sc96)6n3«»06no. B(3'^ejocru 
CB aD 008510)16) Cli) Ojl&l 630oO1 (Tul(03 QClDffllG§0 216rT)1 (SCO)0(3OJOc3 

raid) cb cm o cruj°lca>ffl1<s6)2cmra)0 6 rn. raremoeKaxmjgg a®eio 
rard(8nJcftadc&)g2o cn1raoru1cS6)jcmouo6rD. GfiDooeraiaioeisoiTjo 
2)JC3it : |L®) 63I3(5S3 2KBO6X0)8a)lm2o (BOJDO.ftyeMCljljcftiCBgO (3iaCQKS))c96)0Cl3 

rarajcucra^eiiT-igjeicfcoerejggtoijo cB2Ko3culejocruo cn^dBco^ejoroio) 
G3>2 cao qq) 2)6rr)1cBcmo(3(U)o l }ca>a3 ml a mil ce6) 3 cm two 6m. 

2i6m1cscQ>o^cu)ojca>o3cu(pl Ga£ioo63i3o3 C3re)(uaa^6)o_|§j6)ca>06rejgg 
(313 CB nJ cM3 <ft> C/3 g)") 63 0 a£) 103)1 (03 3 0 - 9 - 20 1 3 - 00 2qCl3nJ 

ca>l§1cc»1ffl1c06)6mo. cmo2icn)lijj<ft,1§jcm 2)6ir>1(B<i»oc3cu)03<ft>c/3 
cn1acn)1c96)janora)0 6nd. Bc3<iejocn) cBnnooo 6)6)ta>aioooci3 
njoslmocaiiuraijo 63®lce6)ra3 rarest raij a ra)1al^|j<a>1§janora)j2iej. 
ra)02icn)l^|jca>l§jcm B(3<^ejocn)jca><A c®06)ra)0ffljc9j0ffl6mcua8oejjo 
oruj°lca>ffl1cB6)2aDra)ej. c&qsjencoS cu1cura63i3o3 l<t-i ctrnr>n 
3lcucn)63Bg1ra8 gra 630nclcnilc33cnl(mjo ej@1c66)jcmra)06no. 

Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (whereever necessery) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala-non Judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 


7. Earnest Money Deposits (one Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in 
favour of the Principal, Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstance. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers whereever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirms 
to the requirements in the tender notice. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representative who 
may be present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 

Medical College, (Sd.) 

Thiruvananthapuram. Principal. 

TENDER NOTICE 

No. C1-11264/2013/TDMCA. 19th September 2013. 


Sealed tenders are invited for the following 
equipments for Various Departments to Govt. T. D. 
Medical College, Alappuzha-5. 


SI. 

No. 

Tender Number, 

Name of Equipments and 
Department 

Quantity 

(Nos.) 

(1) 

(2) 

(3) 

1 

16/13—Digital BP apparatus—Neurology 

1 

2 

17/13—Electronic Spiro meter—Physiology 

1 

3 

18/13—Tissue Processor-vaccum Control 
and Fume control—Anatomy 

1 

4 

19/13—Dissolution test apparatus— 
Pharmacy 

1 


0)(2)(3) 

5 20/13—Ion chamber based survey meter— 

Radiotherapy 1 

6 21/13—Lung Stapler—Cardiothoracic 

Surgery Various 

7 22/13—Micro debrider for endoscopic sinus 

Surgery—ENT 1 

8 23/13—FRCP accessories—Gastroenterology 1 

9 24/13—Derma Chair—Dermatology 1 

10 25/13—ISE Based electrolyte analyzer 

(Na+K+ Ionized)—Biochemistry 1 

11 26/13—Microtome-Manual—Anatomy 1 

12 Transport Ventilator—Surgery 1 

13 28/13—Laryngoscopic blades size 4— 

Anaesthesia 1 

14 29/13—Autoclave Vertical—Microbiology 1 

15 30/13—Fluorescent Microscope— 

Microbiology 1 

16 31/13—ISE based electrolyte Analyzer 

(Na+K+ Ca++ ionized)—Biochemistry 1 

17 32/13—Semi auto analyzer—Biochemistry 1 

18 33/13—Nerve Locator (Ortho-4, Anaest-1, 

surg-l,neuro surg-1)—Various depts 7 

19 34/13—Infusion Pump (Medicine-12, 

Radiotherapy-5)—Medicine-12, 

Radiotherapy-5 17 

20 35/13—Operation Table (Electrical)— 

Dermatology 1 

21 36/13—Sutures (Various)—Cardiothoracic 

Surgery Various 

22 37/13—Slit lamp with applanation tono 

meter—Ophthalmology 2 

23 38/13—Automated blood cell counter— 

Pathology 1 

24 3 9/13—Addition of Capnography to existing 

EMCO monitors—Anaesthesia 4 

25 40/13—Oxygenerator—Cardiothoracic 

Surgery 30 

26 41/13—Mechanical Valves—Cardiothoracic 

Surgery 20 

27 42/13—High pressure liquid chromato¬ 

graphy—Biochemistry 1 

28 43/13—Operating table compatible for 

C arm—Urology 1 

29 44/13—Digital EEG Machine—Neurology 2 









0)(2)(3) 

30 45/13—Medical Thoraco Scope—Pulmonary 1 

Medicine 

31 46/13—Biphasic difibrillator—Medicine 5 

32 47/13—Hand held color Doppler System— 

Anaesthesia 1 

33 4 8/13—Video laparoscope set—Surgery 1 

34 49/13—Coagulometer (fully automated)— 

Pathology 1 

35 5 0/13—Portable USG Machine—Medicine 1 

Cost of tender form: 


Original—? 500 for SI. Nos. 1 to 12; ? 600 for 
SI. No. 13; ? 700 for SI. Nos. 14 to 17; ? 1,000 for 

SI. Nos. 18 to 21; ? 1,300 for SI. No. 22; ? 1,500 for 

SI. Nos. 23, 24; ? 2,300 for SI. Nos. 25, 26; ? 2,800 for 
SI. No. 27; ? 3,200 for SI. No. 28, 29; ? 3,500 for 
SI. No. 30; ? 4,400 for SI. No. 31; ? 4,700 for SI. No. 32; 
? 6,900 for SI. No. 33 and ? 13,700 for SI. Nos. 34, 35. 

Duplicate—? 300 for SI. Nos. 1 to 13; ? 400 for 
SI. Nos. 14 to 17; ? 500 for SI. Nos. 18 to 21; 
? 700 for SI. No. 22; ? 800 for SI. Nos. 23, 24; 
? 1,200 for SI. Nos. 25, 26; ? 1,400 for SI. No. 27; 

? 1,600 for SI. Nos. 28, 29; ? 1,800 for SI. No. 30; 

? 2,200 for SI. No. 31; ? 2,400 for SI. No. 32; ? 3,500 for 
SI. No. 33 and ? 6,900 for SI. Nos. 34, 35. 

Last date and time of sale of tender form— 

4-11-2013, 1 p. m. 

Last date and time of receipt of tender form— 

4- 11-2013, 4 p. m. 

Date and time of opening of tender—5-11-2013, 
10 a. m. for SI. No. 1; 5-11-2013, 10.30 a. m. for SI. No. 2; 

5- 11-2013, 11 a. m. for SI. No. 3; 5-11-2013, 11.30 a. m. for 
SI. No. 4; 5-11-2013, 12 Noon for SI. No. 5; 5-11-2013, 

12.30 p. m. for SI. No. 6; 5-11-2013, 2 p. m. for SI. No. 7; 

5- 11-2013, 2.30 p. m. for SI. No. 8; 5-11-2013, 3 p. m. for 
SI. No. 9; 5-11-2013, 3.30 p. m. for SI. No. 10; 5-11-2013, 
4 p. m. for SI. No. 11; 6-11-2013, 10.30 a. m. for SI. No. 12; 

6- 11-2013, 11 a. m. for SI. No. 13; 6-11-2013, 11.30 a. m. 
for SI. No. 14; 6-11-2013, 12 Noon for SI. No. 15; 

6-11-2013, 12.30 a. m. for SI. No. 16; 6-11-2013, 2 p. m. for 
SI. No. 17; 6-11-2013, 2.30 p. m. for SI. No. 18; 6-11-2013, 
3 p. m. for SI. No. 19; 6-11-2013, 3.30 p. m. for SI. No. 20; 

6- 11-2013, 4 p. m. for SI. No. 21; 7-11-2013, 10.30 a. m. for 
SI. No. 22; 7-11-2013, 11 a. m. for SI. No. 23; 7-11-2013, 

11.30 a. m. for SI. No. 24; 7-11-2013, 12 Noon for 
SI. No. 25; 7-11-2013, 12.30 p. m. for SI. No. 26; 7-11-2013, 
2 p. m. for SI. No. 27; 7-11-2013, 2.30 p. m. for SI. No. 28; 

7- 11-2013, 3 p. m. for SI. No. 29; 7-11-2013, 3.30 p. m. for 
SI. No. 30; 7-11-2013, 4 p. m. for SI. No. 31; 8-11-2013, 

10.30 a. m. for SI. No. 32; 8-11-2013, 11 a. m. for 
SI. No. 33; 8-11-2013, 11.30 a. m. for SI. No. 34; 

8- 11-2013, 12 Noon for SI. No. 35. 


Tender should be addressed to the Principal, 
T.D.Medical College, Alappuzha-688 005. Tender No. and 
due date should be superscribed on each envelope. Late 
tenders will not be accepted. Tender will be opened at 
the time and date noted above each tender in the 
presence of such tenderers or their authorized 
representatives who may be present at that time. 
Intending tenderers may obtain the tender forms from the 
undersigned on all working days from 10 a. m. to 4 p. m. 
Cheques, Drafts, Postage Stamps will not be accepted 
towards the cost of tender forms. Duplicate tender, if 
required will be issued on additional payments as shown 
above. Tender form is not transferable & the cost is not 
refundable. Tender forms will be supplied to the firm by 
registered post subject to be a cash payment of ? 50 in 
addition as Postage Charges. Money Orders will be 
accepted only if received within 10 clear working days 
prior to due date for submission of tenders. Further details 
can be had from the college office during working time. 
Tender should be accompanied by an agreement executed 
in Kerala Government Stamp Paper worth ? 100 and EMD 
1% of the total cost of the item tendered. Tenders 
without EMD will be rejected. 

rare>£j n_|js> co0J6n36)i2ci^'' 6iaonl «)ca3 s oa> o e g sfl 6i £i 

ajlailCD m1eOCO«5IOTl<3£ld3ffli (315)0108^ a0(12) 85)06MPnJOCQ)JCmaj 
cn1«5)ffl6roo ffluj^jcmanlcnocffll (.rGlo3o3'ln_|oa3, cooj6n3oaa^" 
ol. cud. 6) a cuil css) ra8 Gcftioeges, rarejmnjjip a^orn^y 
<3(3n£10<TU3cft>a3 cMdSm1n-|16)cft)0331CnDl. 


(_C0d2) 

cdctu(3 

odi^eiocru cncmojo 
gD<nailojfflcii;;o oileocnaijo 


(1) 

(2) 

(3) 

1 

16 / 13 —cuilgslpca 6rul. nil. raranjoogcru— 
rnyjeoogssl 

1 

2 

17 / 13 —geicebcsisosnDidEb cru 6 ) 6 inJCBO 0 a“loc3— 
ndlcrulcscaogffil 

1 

3 

18/13-slrfldy etnJOOWUdS CllOc0ilo <ft>sn3cs[sog(3, 

oO^o da>6n3(B(sog(3—rarecno§a1 

1 

4 

19/13-CUilffKTUOei^nadOS 6)S(TO (3Tdn_praganj— 

nOocSacnil 

1 

5 

20 / 13 —C3racs»6n3 Qn_io6Tiic3 86T303cu> oixSeqj 
a°)g(3—Gocuileoso eiroioonjl 

1 

6 

21 / 13 —eiococru eminjc3—taocScuikoDO 
6)(mooomild£ oracSssol 

ailcdluio 

7 

22/13-6)ff>a(S(.c9)0 (U)1 6) 6) (6T11 CU) «S QnOOcS 

n3)a3eajD0cri)eca)0(njl<fe s>6)(TU6)cncru mxSssdl— 

g5.ng)0t3.sl. 

1 

8 

23 / 13 —gr.rar^dS.crul.nJl. cmajtfecnxruolcnj— 
co^oonjerso n^aScoogsl 

1 

9 

24/13-6)LCUx3a 0nJCO>c3-6)CU)(3aCBgOg83l 

1 

10 

25/13- 0o®.ng)<TUgD. 861300000 gQ£l<ftAS06262£jg 

rarecn6>6>eicru(3 (Na+, K+Ionized)— 
6T3CB<M06)<&>al03lSl 

1 

11 

26 / 13 — 6 ) 6 )acBt<ft> 08 S 0 o aooijoiroS—rareoiogal 

1 

12 

27/13-LS003CT38nJO(3| 6)C30g1ffi£10(3-03(3SJ01 

1 









0). 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 


(2) 


(3) 


28 / 13 —ejodlo(scooonjCB<ft)OiT : |1ceb G6iu(u)— 

6167011017 4 631101017 (2 651 n9djy 1 

29/13-633CB§OCBcft,OJ 61 (U (3 §1 <061653- 

aai2(SLtft>o6nj(BCQ>ogsjl i 

30/13-ciflgj(16)0170^' 6>6>0G(<03O0li(S<03Onj- 

61610e(c93O6mCB(Sa>OgSl 1 

31 / 13 —fflo 0 .a®<TU 6 D. cs6ni(rucu) geifcGtso6)6)ejg 
c3raoDS)fflejcn)(3 (Na+K+Ionized Ca++)— 

6rDCS(!Q>O6><030l(li7(.Sl 1 

32 / 13 — 610170 I cma)CS§o (3ram6)6)ejoi7(3— 
6TUC5CQ)Offlcft)a1crU(.Sl 1 

33 / 13 —fflcncSoj aeiocscOogtS (Ortho—4, 

Anaest—1, surg—1, neuro surg—1)— 

ailailcjDo 7 


34/13—gDo3a£ij>2 rfldo3 njmj (Medicine—12, 
Radiotherapy—5)—om cuil mil o3—12, 

(BOCUilCBcmO 6)«5)OOn_|1-5 17 

35/13-0On_|(SOnadO3 (8S6Tlflc/3 (giejc0(.Sl<067653)— 

6 >(U 7 ( 300 (sgogs 1 i 

36/13—(Tuye^fpcni)—ca>0(3adlQ(!Q)0 6i65io(soooi7lc0 
onaSsol tulculuio 

37/13—cruglo ejoarn ailrar® raranjejemnadoS 
(BSO(S6mO0l(l(3-63aO(i5)O653cB0Og83l 2 

38/13-(3T3)(B§0(Bfflg(U7 611iaji76>017653 <0.1)6113(3— 

njaairoogsl i 

39/13-(3Ta(U7ln3d(l3 fflOnD 61<0>nJ(2mO(.COa£n SJ 

a®<£bcrulcrug 1 o(/) 6 D.n(j)o.oi 7 l. 63 . eao 6 rrilg( 3 — 
(3recn<Tue®in9d^ 4 

40/13—630<fc<Tul£smeooc3—<0>o(3(U7l(s<si)o 
6)«nooocnjl<£b oixSsol 30 


41 / 13 —oiOK^dScno—ta> 0 ( 3 cu 51 cscs»o 
araiooDcrulceb cnx 3 s 3 ol 20 

42/13-6)6)an(nJn9d(3 ei1<0dl(U7 (.<0>0O(SgO(.U7a£5l- 

6TD(5CQ>O6>c0>0l0i7(.Sl 1 

43 / 13 — 633 (T_|(sog 1 ooo es 6 nilo 3 <Sca, 0 onJ 0 <£bS 6 mlc /3 
( 8 a£lO (3 mil (313)0- OQlJCBOOgSl 1 

44/13 — oxflesloraiS gp. go. si. Offloading— 
m^csoogsl 2 

45/13-6)00171.06)658 6)67)OOO17(Sc0,O(li)(B<0>Onj— 

oJoSemosiDol omcuilmjla 3 i 


46 / 13 —oo 6 Tuen£)cnjlceb (u 51 ooonL 6 riileejg( 3 — 
offlcu) 1 cnila 3 5 

47/13-nOO(l3(U7 6)n0653(UJ <0,g(3 (S(U70nJg(3— 

(3T3CO(TUe®1o9di 1 

48 / 13 —o/](u 5 tecn>o oejeLoJOonocscfcOojlcfc 610170 — 
ouaSsol i 

49/13-cftdOCOJGejOffllgca (ofliSSl C3T3)(S§0CS12mjD)— 

nl(B65K5)OgSl 1 

50 / 13 —csoJ 0 ( 3 §snilc^ asj.n^ousl. omo 3 d 1 a 3 — 
omojoIcnilaS i 


odi^eiooii eonooraroilon3 ailei: 

(3T3cn)o3—(.<030mou(3 i ffljesiasS 12 <uoo ? 500 ; 

(.ca>fflaxni(3 13-01 ? 600 ; (.< 0 , 001011(3 14 ajcnraS 17 cuora ? 700 ; 
(.tftfflcnaii(3 is ffljanraS 21 (U6i6> ? 1 , 000 ; (.< 0 . 001011(3 22-01 

? 1,300; I0>ffl(n011(3 23, 24 6 g <U (M <061 ? 1,500; (.083 ffl 01 011 (3 
25, 26 6D(1KD)<06) ? 2,300; (.<0,001011(3 27-01 ? 2,800; L<ft>2KT>OU(3 

28, 29 6D(1KD)<06) ? 3,200; (<0,001011(3 30-01 ? 3,500; l0>2)m0D(3 

31- 01 ? 4,400; (.<0,001011(3 32-01 ? 4,700; (.<0,001011(3 33-01 

? 6,900; (.<0,001011(3 34, 35 gDCHQfflcflS) ? 13,700. 

nj<0,(3nj-(.103007011(3 1 0J657658 13 (U610 ? 300; 

(.c 93 ffloioii (3 14 ffljrairoS 17 (usio ? 400 ; (.< 0 , 001011(3 is 0 J 6 S 1653 

21 (1161(3 ? 500; (.003001011(3 22-01 ? 700; (.<0,00)011(3 23, 24 
gD(U®!>c96) ? 800; (.003 001011(3 25, 26 gD(UOfflc061 ? 1,200; 

(.003001011(3 27-01 ? 1,400; (.<0,00)011(3 28, 29 @7CU(S3)<06> ? 1,600; 

(.003001011(3 30-01 ? 1,800; (,<fti2l010U(3 31-01 ? 2,200; (.<0,001011(3 

32- 01 ? 2,400; (.003001011(3 33-01 ? 3,500; (.003001011(3 34, 35 

gO(H(S7)c06) ? 6,900. 


8 ( 3 >^ejoonjc 0 >a 3 (ul 658 < 06 ijom raraaiouooi 65 ilai) esilaujo 
O170CD)C11Jo 4-11-2013, 1 06ml. 

B( 3 ^eiO(rujc 03 C^ oi 7 j 1 < 0 , 0 l< 06 ij(m raiaojonom oilcoiOTilcffijo 

O170<B)C11Jo 4-11-2013, 4 06ml. 


(3(3neio(ii7j<0>c/3 oijooosijon esilanasilaujo arufflaiHUjo— 
(.003001011(3 1-01 5-11-2013, 10 06ml; (.<0,001011(3 2-01 5-11-2013, 

10.30 06TD1; 10>2)010D(3 3-01 5-11-2013, 11 ffl6m1; (.<0,007011(3 

4- 01 5-11-2013, 11.30 06TT)1; (.003001011(3 5-01 5-11-2013, 12 06TTil; 

(.003 0 01011(3 6-01 5-11-2013, 12.30 06TT)1; (.003001011(3 7-01 

5- 11-2013, 2 06ml; (.003 0 01011(3 8-01 5-11-2013, 2.30 06TT11; 

(.003001011(3 9-01 5-11-2013, 3 061111; (.003001011(3 10-01 5-11-2013, 

3.30 06TT)1; (.003007011(3 11-01 5-11-2013, 4 0611)1; (.003 007011(3 

12-01 6-11-2013, 10.30 06ml; (.003 0 07 011(3 13-01 6-11-2013, 

11 06ml; (.003001011(3 14-01 6-11-2013, 11.30 06ml; (_o030mO11(3 

15-01 6-11-2013, 12 0611)1; (.003 0 07 011(3 16-01 6-11-2013, 

12.30 06ml; (.<0,007011(3 17-01 6-11-2013, 2 0611)1; (.003007011(3 

18-01 6-11-2013, 2.30 06ml; (.<03 0 07 011(3 19-01 6-11-2013, 

3 06ml; (.<0,001(111(3 20-01 6-11-2013, 3.30 06ml; (.<0,001011(3 

21-01 6-11-2013, 4 061T71; (.<03 0 01011(3 22-01 7-11-2013, 

10.30 06TT7I; (.<0,007011(3 23-01 7-11-2013, 11 06TT7I; (,o030mO11(3 

24-01 7-11-2013, 11.30 06ml; (.<03 0 07 011(3 25-01 7-11-2013, 

12 06ml; (.<0001011^ 26-01 7-11-2013, 12.30 06ml; (.<030mO11(3 

27-01 7-11-2013, 2 06TD1; LAfflOIOH^ 28-01 7-11-2013, 

2.30 0611)1; (.<03007011(3 29-01 7-11-2013, 3 0611)1; L<ft>2Ur)011^ 

30-01 7-11-2013, 3.30 06ml; L<ft>l2m(nJ(3 31-01 7-11-2013, 

4 06ml; (.<00moii(3 32-cn 8 - 11 - 2013 , io.30 06 ml; L<a>2irr)(m^ 

33-01 8-11-2013, 11 061171; (<0.001011(3 34-01 8-11-2013, 

11.30 06ml; (.<03 0 07011(3 3 5 - 01 8-11-2013, 12 06TT7I. 


B^'^eiocnij<0.o3 gggs<06)o 6>^JCC» G3> c03(11OlmjnJ2O«5T(S1 

3 ^<ieioou mou( 3 , goinjlaioo a^onlni go 6 u 6 in_|sjrarail 
(.nil o 3 (Till <T_| 0 (^, U 7 (U 6 n 3670 OjT Si. cuil. 6 ) 0 (Ul 1 < 06)653 (ScOsOffigS, 
(srajejnjjw-ess 005 ng)on (uleioonoirolraS ( 3 re(sx!(i)(s< 06 i 6 iTe(aio< 03 joDj. 
6 ) 6 i(u < 03 ! < 06)1 §jon fl^<^eio ouj < 0 >c (3 odjIa ol <061 j on «si ei. 

3^nejOOHJ<03(^ fflJAglfflS 61<03OSj«5Tro R5ll(H)85)1<03g1eiJo OU0(D)6313 

gleijo (ni0(3n_|1c06)joDaifflj6)se(S5)o (aracutS oileanocol <061 jam 
(.nj oil ml col <0»gj6is(B(XDO ohoodI (idj, otmlraS 8j)jo<06)j(m«jiO6m. 
3(3^eiomij<03o3 aoniilmi cnifflaixtstai m1(3gln9ds (u1ejcffl<06) 
6)001)1 <06)653 CAMga 610n£) 1 01)1653 mlODJo (11063B0 CUJ OD 
65106m. 6)nJ<061, (.(UlOnDO, OUOOIJ ngjOlllcU fl(3^ej0mil610g 






ailejcffiocffil crujltejolcsajcmiinej. ra(3<^ejoarujcft)a3 6 ) 6 )<ft>mogo 
0 nj^oa 8 ruoslej. ailei ( 3 > 1 <ol 6 )<s> eje1<fl6))anro(03£j. ra^^ejocrujeftaS 
(OTrdo£jlra3 eje 1 c 0 «oa 3 rarajLuo<e®jamai(3 fl(5>^ejocrulnag 
ailejecmofflsonjo hJO(3©®sooq) 1 ? 50 c&jsl m6rn1 630(8 ojdoocq>1 
raracDxs 2 )(Sce«)sne«no 6 rn. (3(8‘‘*£joa332<ft.c/8 crujItSiffllcaojcm raiBaiaruoao 
olajcroraroolcro 10 (.f-ifu^rarool a1ajcru63T3c^<so mjaoj cft/lgjanro 
msml ao^cuDOjcftiaS moLtaoam crujIcfljffllcMjcejcajggj. a330Gffi>«5o1<a> 
ajlaor30ou863i3«3 rafS^ejocrultBmofflsonjo ejeltSOjoDiroosm. 3(3<^ejoom 
cruatSrijlcaffljfficnjoaS ? ioo-6oa(i mjiraijjiraxaioolraa a33m2(03nj(.(0)(u;jo 

cftiJO§J 6)nJ(§>JOD (3T3)6)c9> ajlej(S3)J6)S 03(0)2)0030 OJfflJOD 

«T)l<£hWSQ LrijItlSfruInjeiloaa GnJffl1(03 nQOSKOTOOlSlSS ODlfflOClg 1 ' 
lOJDOaOCBgO, CniDlffl OOkdMdoJ <TU(3§1a£l1c9ffl(SgO 
cn)ffl(3n_|l(Sc9S)6nec(nosm. (nommtoooJiraifujo aolffxooiflanjaijo rarascsoo 
fflujcgorann 3^>^ejocrujca.c^ aflffla\n<ss)j(rn8S)o<r»lc0S)jo. 

Govt. T. D. Medical College, (Sd.) 

Alappuzha. Principal. 

TENDER NOTICES 

( 1 ) 

No. S4/3939/2013. 1st July 2013. 

Sealed tenders in the prescribed forms are invited 
for the supply of the following items to Medical College 
Hospital, Kozhikode. 

(1) Double wheel barrow — 35 Nos. 

(2) MOP with stick — 100 Nos. 

(3) Mullumanthi — 50 Nos. 

Superscription Tender Number should be Specifically 
noted as—S4/3939/13. 

EMD—1%. 

Price of tender (in duplicate) + ST/Cash only/Money 
Order—? 454. 

Last date and time of close of sale of tender form— 

21- 10-2013, 3 p. m. 

Last date and time for receipt of tender— 

22- 10-2013, 5 p. m. 

Date and time for opening of tender— 

23- 10-2013, 12 Noon. 

Date up to which rates are to be firms— 

30-1-2014. 

Address of officer from whom tender forms are to be 
obtained and whom tenders are to be sent—The 
Superintendent, Medical College Hospital, Calicut-8. 

CScft)O»lGc0S)OS 6)(2KU)1 c 9SK03 (ScftiOCBgSS (3T3) UOJaJLRDl 03)1 G £1(06) 
( 0 ) 06 )<p ruo (Mj cmcn oil®) omrio 6 )aj <§2 cm enl cn cnlasulon 
(BnOOORSKnlcaS crolraS a^jodico) 6)S6neo)caio3 cM46rrflii-p6)<&>033)an). 

(1) aD(36riiocn (e>6ne ^iao)— 35 ri®srno. 

( 2 ) emoo] ailesen milcss )—100 a 06 rno. 

( 3 ) ajggjmoaool —50 o 06 noo. 


6iS6nec3 raracQ) casijcm Aaiolaoj mjc&gltoa 01011(8 
0 ^) 0134 / 3939/13 00003 aj^teenfflodsl <a> 06 m 1 ojle) 1 <flS) 6 mo. 

oilfflenruai^o— 1 %. 

6is6neol6iog ailej so<£ban)s<s®o—?454. 

QcS^eiOOU GaOOOo Oj1ra8c9S)JO03 (3130101)003 

en1<H)en1c®jo oumaxaijo— 21 - 10 - 2013 , 3 mmol. 

!3(8<i£J0Ol) (SoODOo <ft>1(8§6rr§ (31301003003 (0)1(S3)(3)1(!Q>;;o 

ooimcmaijo— 22 - 10 - 2013 , 5 mmol. 

racS^eioooj enjotssijooo to/toiotojo oumasaijo— 23 - 10 - 2013 , 
12 mmol 

radS^eiocrulraS ojocajcm oo1rac8S)jcft>c^ (.oJ06nj£i^(oio)l£j1ffl1 
Qcosme (31301003000 enldsenl— 30 - 1 - 2014 . 

3(3neioooo Coeooo >e>1§j(noanjo ojjolojl^ rareascscMmscnj 
moo umesSajIeiooooo—ooojcnJsns, omtuol.asxoS e<a> 0 Ggss 
(3i3)crajaJt.en1, Qcft)0(pl(Bc9S)os. 

( 2 ) 

No. S1/7136/2013. 13th September 2013. 


Sealed tenders in the prescribed form are invited for 
the supply of the following items to Medical College 
Hospital, Kozhikode. 


SI. 

Tender No. and 

Cost of 

No. 

Name of Item with 

tender form 


Estimate Cost ? 

r 

1 

S1/7136/13/HDS—Scrubber driver 
Machine (Cleaning device)—6,00,000 

1,374 

2 

Sl/3650/13—Consumables for therapeutic 
Endoscopy for Gastroentrology 
Department—3,00,000 

687 

3 

S1/3 648/13—Self Expandable Covered 
Stent for Gastroentrology Department— 



2,50,000 

573 


EMD—1%. 

Last date and time of close of sale of tender 
forms—24-10-2013, 3 p. m. 

Last date and time for receipt of tender— 

25- 10-2013, 5 p. m. 

Date and time for opening of tender— 

26- 10-2013, 12 Noon. 

Date up to which rates are to be firms— 

31-1-2014. 

Address of Officer from whom tender forms are to be 
obtained and whom tenders are to be sent—The 
Superintendent, Medical College Hospital, Calicut-8. 

(8cftiOS>1(Bc06)OS 6)mOl)1c06)(O3 (ScftiOCBgSa (3T3)aDJnJC®)1c®1Cejt9® 
( 0006 )ip run <x»j croaj oi)6)6)nj an tool cn oolaailtoo 

(BaD0O(0T0)1(03 0331(38 60^JQQ3OT> 6)S6TTeOJ<ft,<A c0ii(6m1^)J6)ca.OggjaT)J. 





L<ft> 2 ) fflssns^ cncmajo 6is6nsc3 

00011(3 (TU0a)(D63I3gJ6)S njlOJOfUJo (SaDOO«M)l6XT^ 

rarassjRsS raijcaoDjo oilej (?) 

1 Sl/7136/13/HDS- <TU(c&>6nj<3 t.CUXDx3 6121n9d1a3 

(talcriloM cujlDfflojcru)—? 6,00,000 1,374 

2 S 1 / 3650 / 13 —C03sn3oru^i2i6njla3cnj eaooril 

ffKmOOojglcfb n^aScBCUIOCTOGc&Oryl (ai^OCrUGLSO 
n^n^eoogssl OJcft^aj)-? 3,00,000 687 

3 S 1/3648/13- fflCruroSaD ag)<fe(TUnJOag6TUla3 

ca>(?(U(3cu) ffltTuorcf er>no(3 co^ocrueiso 
ci^aycoogsl aicftjiTj—? 2 , 50,000 573 


rolraraiiraciJ^o—1%. 

odirieiocTu enoooo oilraSrycn rareni cruo cnl «jcm 

85)1cfflra)lcD)Jo (TU(2Kr»Q1Jo -24-10-2013, 3 2)6m1. 

G^neiocru enreooo croj 1 cft)ra 1 <flfi) 2 aT) raraaicruoai railasrailasjo 
<TUI2M2)Q1Jo- 25-10-2013, 5 ffl6TT)1. 

( 3 ( 3 <ieiocru raijotesijano railasrailcnrjo croacDxiijo—26-10-2013, 
12 m 6 rn 1 . 

< 3 ( 3 <i£io<Tu 1 ra 3 njocffljcm ODlfflcOffljcfcaS (.ruosmej^rarmlejlral 
e<ss) 6 ns raracumiocn railasrail—31-1-2014. 

BcSaeiocru csaflooo cft. 1 §jcm«njo ojjralojl^j rarecsDcmecesisns 
raijaoc® GaraStulejocruo—crujcn-isne, raacuilcesiraS <Sc 9 joegs 8 
rare)crejoJL®i1, Qc9>o>plcstS«)os. 


(?cft)OS>1ecefflos fflacuilceraraS ecftocBggs rare> odjoJ(. railmiloe] 
ng)^.cuil.ag)(Tij. cftorarm ej 06 ru 1 (Bejcsra c9j6n3auym6Tijlc/3(n) raoj 
fuc3n9derarrot0«) O6m1oco G<ft>06n3(so<£bd cnisiranj 6injcn)i 

cmrailcn cnluaJlrai eaOoorarmlraS cru°lra3 a^jcmrai as6ri3ojcft>a3 
ro1<32fflora»<flao3/rareo<n“lc9^,rai m1ra)ffl6rncefflo<3/an1m(3aoralra3 cnlanojo 

rarecnJcMd c9Ai6TT)1ii-|iacai033iaDi. 

6iS6n§c3 raredscffi cBffljcm aoi olcnj ajca. g1ra3 cnaojsS 
n3)anj2/6625/l3/ti®^CLDlr4)Cru a^CTTO ca> 06 TT) 1^|1 

ffllc9S)6TT)o. 

fr)1ffl«SH.3ai^o— 1 %. 

6)S6ng(3 eareoorarailraog ciilej (sod£crusceao)—? 2 , 497 . 
H^aeiocru GciDooo ajlra3cSS)j(TT) rareaicruom rail cm rail co^o 

(TUmtnKUJo-17-10-2013, 3 2)6m1. 

r3c3<ieiocni (SaDooo <sd(8§6rr§ raraaimiocn rail era rail cn>;;o 
aruacracujo— 18 - 10 - 2013 , 5 asrril. 

H^dejocru raijocosijcm raVtorailerajo cnuzKmtujo— 19 - 10 - 2013 , 
12 a6TT)1. 

adS'^eioaralraS njocrajcro cn1ra<es)jcft>c^ L^JOSTuej^ratailejlral 
Gc 0 a 6 n§ rarecucniocn raflcrarai)— 31 - 10 - 2014 . 

3^<^eiooru csoDooo <ft>l§j<Tnrailcnjo djjraldjl^ rarecra<ra(Bces)6ng 
raijfflocm csaraSaileioaruo—cni 2 (.nJ 6 re, aacu)1<ss)ra3 (BcftiOCBges 
®T3)C®JaJt.rail, Gcft)01Pl(Sc9S)0S. 

Medical College Hospital, (Sd.) 

Kozhikode. Superintendent. 


Medical College Hospital, (Sd.) 

Kozhikode. Superintendent. 

TENDER EXTENSION NOTICE 

No. S2/6625/2013/HDS. 13th September 2013. 

Sealed tenders in the prescribed proforma are invited 
for the supply of the Consumables for the use of HDS 
Cath lab through running contract for the ensuing one 
year to Medical College Hospital, Kozhikode. 

Superscription Tender Number should be Specifically 
noted as—S2/6625/13/HDS 

EMD—1%. 

Price of tender (in duplicate) + ST/Cash only/Money 
Order—? 2,497. 

Last date and time of close of sale of tender 
forms—17-10-2013, 3 p. m. 

Last date and time for receipt of tender— 

18- 10-2013, 5 p. m. 

Date and time for opening of tender— 

19- 10-2013, 12 Noon. 

Date up to which rates are to be firms— 
31-10-2014. 

Address of Officer from whom tender forms are to be 
obtained and whom tenders are to be sent—The 
Superintendent, Medical College Hospital, Calicut-8. 






